
ILLINOIS 

MEDICAL 

DISTRICT 


March 5, 2019 


NOTICE OF COMMISSION MEETING 


RE: ILLINOIS MEDICAL DISTRICT 

COMMISSION MEETING 
March 19, 2019 - 8:00 A.M. 

Illinois Medical District Commission 
2100 W. Harrison Street, Chicago, IL 60612-3706 
I st Floor, Room 106 


The next Meeting of the Illinois Medical District Commission will be held on Tuesday, 
March 19, 2019, 8:00 A.M., at 2100 W. Harrison Street, Chicago, IL 60612-3706 in 
Room 106. This notice is provided pursuant to and in compliance with the Illinois Open 
Meetings Act (5 ILCS 120). 


MADE IN CHICAGO. CHANGING THE WORLD. 


2100 West Harrison Street, Chicago, Illinois 60612 
312 738 5800 info@medicaldistrict.org 
medicaldistrict.org 



